ANNUAL INDEX 


VOLUME 46 NUMBERS 1-10 


JOURNAL OF THE AMERICAN 
DENTAL ASSISTANTS ASSOCIATION 


—A— 
ACADEMY OF GENERAL DENTISTRY 
AGD to celebrate silver anniversary...................... 
Denturism called hoax by AGD president 
AMERICAN DENTAL ASSISTANTS ASSOCIATION 


ADA picks Las Vegas and St. Louis for 

DG oo leccvaitdavieensisinnci nia’ November/December 
Annual Session proceedings 

53rd Annual Session tentative schedule of 


Cticial call to 53rd Annual Session 

Official program 

Review of the 1976 Annual Session 
Benefits and Services 

ADAA membership benefits and services 


ADAA participates in conference 
ADAA sponsors October cruise to Nassau. . 
Travel with ADAA on its cruise to Nassau 
Where does the money go? Allen, Shaun, M............. ; 
Certification 
Achievement through certification Bishop, Edith . . 
ADAA continuing education courses ........ , 
Mission possible—meet the CDA date in ‘78 
Organizing a study group Holbrook, Fran 
encountered as an Independent Study 
Student Jones, Mary Rita 
Rules and regulations for certification 
Why be certified? Hill, Danial D 
Certifying Board 


Wanted by Certifying Board 
Why be certified? Hili, Danial D 


Component, Constituent, Legislative 
Better selfimage and communication goals of 
new Minnesota DAA president 
Washington State DAA releases survey results 
iducation 
Achievement through certification Bishop, Edith . . 
Mission possible—meet the CDA date in ‘78 
Organizing a study group Holbrook, Fran 
Problems encountered as an Independent 
Study student Jones, Mary Rita........................ 7 
Joumal 
Bicentennial issue wins |CD honor 
Membership 
Membership application 
' t 


An interview with ADAA President Helen Tuchner . 


NOVEMBER/ DECEMBER 1977 


&8 


Beaaw 


S88 B&KS 


888 888 


SRERKRS BB 


A sleeping giant Schafer, Jennie 
President's inaugural address 
Solo performance Torres, Hazel ......... 
State presidents 
Allen, Marcia OR 77/78 
Anderson, Evelyn NJ 76/77. 
Averett, Connie UT 76/77. 
Babiak, Connie OH 76/77... 
Berg!, Kathy CO 76/77 ... 
Clary, Vada TX 77/78 .... 
Conner, Donna OK 77/78 . 
Fisher, Gerry IN 77/78..... 
Fleurant, Gloria Ri 76/77.... 
Freeman, Bobbie GA 76/77... 
Grondin, Diane MA 76/77 ..... 
Hanabarger, Bonnie IL 77/78 * 
Hedtke, Marlys MN 76/77.......... 
Jesperson, Kathy 1A 77/78 
Lynn, Diane NE 77/78...... 
Ochoa, Elizabeth SC 77/78 
Owen, Kristene MT 77/78. 
Penuel, Marcia ND 76/77 
Scott, Betty MO 77/78.. 
Structure 
Channels of communication Cupkie, Patricia A 
AMERICAN DENTAL ASSOCIATION 
ADA, ADHA clash on primary care policy 
ADA asks continued use of saccharin 
ADA board asks dues increase 
ADA opposes auxiliary changes 
ADA picks Las Vegas and St. Louis 
for sessions = 
ADA tests for water fluoridation 
Dr. Butts resigns as ADA editor 
Entries solicited for preventive award 
FTC cites ADA for restraint of competition 
Suicide workshop slated by ADA 
Survey results on auxiliaries available 
AMERICAN FUND FOR DENTAL HEALTH 
AFDH founders are honored 
Ten cities chosen for preventive study 
ANESTHESIA 
General anesthesia for restorative dentistry 
(abstract) Adelson, Jerry J 
Nitrous oxide analgesia (abstract) DeJean, Edgar K: Jee, 
Arthur; Miller, George P; Narang, Ramesh 
Palatal ulceration after use of local anesthetic 
(abstract) Hortenian, Kenneth M; Stenger, Thomas G 
Reactions to local anesthetics (abstract) 
Brown, E B November /December 
AMERICAN SOCIETY FOR PREVENTIVE DENTISTRY 
ASPD decides to call it quits 
Dr. Cheraskin will receive ASPD award 
—B— 


November / December 
July/August 
September 

April 


November December 
November /December 
October 

June 

March 

March 

June 


May 
May 


April 
March 


October 


September 
April 


BEHAVIOR 
Maternal influence on the behavior patterns of children 
in the dental situation Gershen, Jay A 
The psychotic patient (abstract) 
Warman, Eari P. . 
BOOK REVIEWS 
Clinical practice of the dental hygienist 
Wilkins, Esther 
Communication in the dental office Frollich, Robert E: 
Bishop, F Marion; Dwarkin, Sarnuel F 
Comprehensive review for dental hygienists 
Peterson, Shailer . 
Essentials of periodontics Pawlak, Elizabeth A 
Introduction to oral preventive medicine 
Muhlemann, Hans R. . 
Review of dental hygiene Steele, Pauline F 
BRUXISM 
Bruxism control (abstract) Heller, Robert F and 
Forgione, Albert G 


October 


February 


February 
February 


April 
September 


September 
May 


February 
Ss 
CANADIAN DENTAL NURSES AND ASSISTANTS ASSOCIATION 
Ontario assistants to host convention July/August 
CARIES 
Rats vaccinated against tooth decay 
CHAIRSIDE DENTAL ASSISTING 
Saliva control with cotton rolls, Christiansen, Gordon J 
and Simon, William J 


April 


May 


8B SBESSSSSSSESELSBSESES BSE 


eooond0 


eo-ooooo 





—b— 
DENTAL ASSISTING 
The assistant's role on the dental health team, 
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PERIODONTICS 
Hypertension as a cause of periodontal disease 
(abstract) Arendt, Douglas M and Eizay, Richard P.. . . September 
PERSONAL RELATIONSHIPS 
Maternal influence on the behavior patterns of children in the 
dental situation, Gershen, Jay A 
The dental assistant's role in patient relationships Krell, Keith V; 
Simpson, Roger B; Sheridan, Richard L; Willard, Derek ... March 
PHOBIAS 
Treatment of a phobic patient (abstract) Eigenbrode, 
Charles R; Affalter, Richard 
PHYSIOLOGY 
Failure of permanent molars to erupt (abstract) Kaban, Leonard B; 
Needleman, Howard L; Hertzberg, Jack 
POETRY 
Christmas in a dental office Harris, Diane. . .. November/ December 
POPULATION 
US population moving south 
PRACTICE MANAGEMENT 
The paper chase Ehrlich, Ann 
PREVENTION 
ADA asks continued use of saccharin 
Breaking an infection chain Parker, Richard B 
Effects of tongue brushing (abstract) Gross, Arthur; 
Barnes, George P; Lyon, Thayer C 
Nursing bottle syndrome Pesaturo, Carolyn 
Ten cities chosen for preventive study 
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Viral hepatitis B Watkins, Beverly J 
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Full dentures are becoming passe 
Full-mouth rehabilitation (abstract) Gornstein, H C 
Implants not for all warns scientist 
PSYCHOLOGY 
The psychotic patient (abstract) Warman, Earl 
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Expanded duty dental assistants in solo private practice 
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Washington state DAA releases survey results 
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Where does the money go? Allen, Shaun M 
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Brands, bristles and tufts O'Connor, Nancy J 
State dental policies to be reviewed 
Washington State DAA releases survey results 
TOOTHBRUSHES 
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Mercury vapors in dental offices studied 
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VITAL STATISTICS 
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WOMEN IN DENTISTRY 
First woman dentist appointed to board 
WOMEN’S RIGHTS 
Back wages paid for discrimination 
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Social security voided for divorcees 
AUTHORS 
—A— 
Adelson, Jerry J General anesthesia for restorative 
dentistry (abstract) 
Aftalter, Richard Treatment of a phobic 


Alexander, C Moody Extraction of permanent teeth (abstract) February 
Allen, Shaun M Where does the money go?................... May 
Alms, T. H. Prevention of contamination in the 

dental office (abstract) 
Anderson, Allan R You've come a long way, baby 


Arendt, Douglas M Hypertention as a cause of periodontal 
disease (abstract) 


Bakdash, M Bashar The ABCs of building a better career 
Batra, G K Herpes simplex virus (abstract) 
Bawden, James W The calcium hydroxide 
pulpotomy 
Bean, Laurence Mucosal cysts of the maxillary sinus 
(abstract) 
Bell, William H The long-face syndrome (abstract) 
Benusis, Kenneth P The acid-etch composite restoration 
Besner, Edward Root fractures (abstract) 
Bishop, Edith Achievement through certification 
Brehm, Thomas W Dental problems of older people 


Brown, E B Reactions to local anesthetics 
(abstract) 


Catton, K L Legislation 

Chabra, S K Periodontal disease in pregnancy 
(abstract) : 

Cheney, H Gordon Nutrition education in dental 
practice (abstract) 

Chenitz, James E Herpes zoster in Hodgkin's disease 


Collins, Jennifer The fat of the land 

Como, T H Legislation 

Cupkie, Patricia A Channels of communication 
Cupkie, Patricia A RDAs—as Minnesota dentists see 


THE DENTAL ASSISTANT 





July/ August 
Cupkie, Patricia A RDA—what it means in Minnesota .. . July/ August 
—D- 
DeJean, Edyar K Nitrous oxide analgesia (abstract) 
DePaola, Duminick Nutrition education in dental 
practice (abstract) 
Devi, P K Per'odontal disease in pregnancy 
(abstract) . 
Dhuru, Virencra B Hazards of dentistry 
Dietz, Gai! A The case of the Colorado stain 
Doubet, Robert Preparation of dental educators 
Douglass, Chester W Expanded duty dental 
assistants in solo private practice 
= = 
Ehrlich, Ann The paper chase .... ~ 
Eigenbrode, Charles R Treatment of a phobic 
patient (abstract) 
Eisenfeld, Jerome The long-face syndrome 


Elzay, Richard P Hypertension as a cause of 
periodontal disease (abstract) 
Epker, Bruce N The long-face syndrome (abstract). 
= = 
Forc Charles W A protocol for identifying extramural clinical 
practice sites for a dental assisting program 
Forgie, Robert W Hazards of dentistry 
Forgione, Albert G Bruxism control (abstract). ‘ ; 
Friedlander, Arthur H Emergency treatment of — bodies 
lodged in the trachea ate ; 
oa 
Gershen, Jay A Maternal influence on the behavior patterns 
of children in the dental situation . — 
Gillings, Dennis B Expanded duty dental assistants 
in solo private practice... .. = June 
Gornstein, H C Full-mouth rehabilitation (abstract) October 
Gossman, John R Displacement of an extracted tooth 
(abstract)... June 
Gothberg, KA Thomas Mucosal cysts of the maxillary sinus 
(abstract) . March 
Grondr., Diane Massachusetts model. . July/ August 
Gutmanr James L Use of antibiotics (abstract) April 
= 
Harris. Diane Christmas in a dental office November / December 
Hartenian, Kenneth M Palatal ulceration after use of 
local anesthetic (abstract) .. . Paes October 
Harvey, Judith Working for education April 
Heller, Robert F Bruxism control (abstract) February 
Hertzberg, Jack Failure of permanent molars to erupt 
(abstract) . May 
Hilborn, L Bruce Hypersensitive dentin September 
Hili, Danial D Certifying the certifiers July/ August 
Hill, Danial D Why be certified? ..... April 
Hoekstra, Jacquie Blood, sweat, and tears—in Oregon .. July/ August 
Holbrook, Fran Organizing a study group April 
Holloren, Vincent Legislation... . . July/ August 31, 
Hunt, Peter R Safety in flap surgery (abstract) . April 
—J— 
Jacobs, Joe D Extraction of permanent teeth (abstract) 
Jee, Arthur Nitrous oxide analgesia (abstract) March 
Jenks, Kathryn And there was light—in Michigan July/ August 
Jones, Mary Rita Problems encountered as an Independent Study 
student ' April 
niles 
Kaban, Leonard B Failure of permanent molars to erupt 
(abstract) May 
Kerrigan, Thomas D How to succeed with the legislative 
process by really trying 
Kihs, Linda Blood, sweat and tears—in Oregon 
King, Don R Mucosal! cysts of the maxillary sinus 
(abstract) . March 
King, Evelyn And there was light—in Michigan July/ August 
Klaus, Vivian Preparation of dental educators April 
Krell, Keith V The dental assistant’s role in 
patient relationships 


October 


February 


July/ August 
July / August 


March 
= 
Larson, H J Legisiation July/ August 20 
Lindah!, Roy L Expanded duty dental assistants in solo 
Private practice ... June 
Little, James W Mucosal cysts of the Seemed sinus 


(abstract) March 


NOVEMBER/ DECEMBER 1977 


=~ = 

Malik, C P Periodontal disease in pregnancy 
(abstract) . 

Messer, Harold Sugar substitutes 

Messer, Harold Total fluoride intake (abstract) 

Miller, George P Nitrous oxide analgesia (abstract) 

Mishelevich, David J The long-face syndrome (abstract) 

Moore, Saundra Expanded duty dental assistant in solo 
private practice June 

Morris, William O Dental malpractice (abstract) May 

N— 


November/ December 
November / December 
October 

March 
October 


Nahmias, A J Herpes simplex virus (abstract) April 
Narang, Ramesh Nitrous oxide analgesia (abstract) March 
Needleman, Howard L Failure of permanent molars to erupt 
(abstract) ; May 
= 
O'Connor, Nancy J Brands, bristles and tufts 
Oldham, Dorothy The assistant's role on the dental health 
team, present-future May 
Orchin, Jeremy D Orthodontic treatment for adults (abstract) May 
x 


October 


Pappenfus, G C Legislation 
Pappenfus, N D Legislation July/ August 30, 
Parker, Richard B Breaking an infection chain February 
Payne, Mary Jackson Expanded duties—alive and well April 
Pesaturo, Carolyn Nursing bottle syndrome October 
Plant, John J Vertical root fracture (abstract) March 
Powell, Robert H State licensure—the California 
experience 


July/ August 30, 


July/ August 

= = 
Rasmusson, J M Legislation July/ August 31 
Reif, Susan E The ABCs of building a better career March 
Ritter, Chery! Congenital syphilis May 
Rohrer, Curtis Legislation July/ August 29 
Rzonca, Chet Preparation of dental educators April 
Samant, Asha Periodontal disease in pregnancy 

(abstract) November / December 
Sapp, Jacqueline How to interview the dentist employer June 
Schell, Jerome Displacement of an extracted tooth 

(abstract) June 
Schendel, Stephen A The long-face syndrome (abstract) October 
Schriver, William R Degenerative joint disease 

(abstract 
Sheridan, Bart Potential liability in battered child 

cases (abstract) 
Sheridan, Richard L The dental assistant’s role in patient 

relationships 
Siegel, Elliot B Emergency treatment of foreign bodies lodged 

in the trachea March 
Sigmon, Joyce Dental assisting education—a status report September 
Simon, William J Apical curettage or Apicoectomy? February 
Simon, William J Dentistry and children January 
Simon, William J Hypersensitive dentin September 
Simon, William J Saliva control with cotton rolls May 
Simon, William J The calcium hydroxide 

pulpotomy November / December 
Simpson, Roger B The dental assistant’s role in patient 

relationships 
Sitzer, Thomas L Legislation 
Skelichock, Jane Enroute to registration—in Maryland 
Sognnaes, Reidar F Bite-mark lesions in human skin 

(abstract) June 
Stenger, Thomas G Palatal ulceration after use of local 

anesthetic (abstract) 
Swintak, Edward F Degenerative joint disease 

(abstract) 


November / December 
September 


March 


March 
July/ August 30 
July/ August 


October 


November / Dece nber 
=¥ 
Therrell, Richard Bite-mark lesions in human skin 
(abstract) June 
Thompson, Richard A Legislation July/ August 30 
Troup, Ann Cooperation is the key—in DC July/ August 
Tsagaris, George J Degenerative joint disease 
(abstract) November / December 
U 
Uchin, Robert A Vertical root fracture (abstract) 
~W 
Wakely, John W Apical curettage or apicoectomy? 
Warman, Earl The psychotic patient (abstract) February 
Watkins, Beverly J Viral hepatitis B February 
Weaver, Shirley A A protocol for identifying extramural clinical 


March 


February 


BBB8uk 


EBSRKS BS S B BS BS 


Continued un page 64 





